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Message Text 



UNCLASSIFIED 

PAGE 01 EC BRU 04806 221902Z 
55 

ACTION SCI-06 

INFO OCT-01 EUR-25 ADP-00 CIAE-00 INR-10 NSAE-00 RSC-01 

RSR-01 /044W 

024091 

R 221718Z AUG 73 
FM USMISSION EC BRUSSELS 
TO SECSTATE WASHDC 5667 
AEC GERMANTOWN 817 

UNCLAS EC BRUSSELS 4806 

AEC FOR LAFLEUR, REG 

E.O. 11652: N/A 
TAGS: TECH, EEC, OCON 

SUBJ: NUCLEAR ENERGY REGULATION WORKSHOP 
REF: STATE 158440 

1. MISSION IN RECEIPT OF COPIES OF VINCK CABLE TO LAFLEUR AND 
APPLICATION FOR HANS MAURER OF EC COMMISSION STAFF TO ATTEND 
SUBJECT WORKSHOP. 

2. FOLLOWING IS INFO PROVIDED ON APPLICATION FORM: 

(1) MAURER, HANS 

(2) GERMAN 

(3) COMMISSION EUROPEAN COMMUNITIES 

(4) DEPUTY-CHIEF SECTION"SAFETY OF NUCLEAR INSTALLATIONS" 

(5) NUCLEAR SAFETY EVALUATION OF SPECIFIC POWER REACTOR 
PROJECTS. FOLLUW-UP NUCLEAR STANDARDS DEVELOPMENT. SCIENTIFIC 
SECRETARY OF EUROPEAN COMMUNITY WORKING GROUP ON "METHODOLOGIES, 
CRITERIA, STANDARDS, CODES." 

(6) 8 YEARS 

(7) DIPLOM INGENIEUR; SPECIALIZED TRAINING IN NUCLEAR 
SAFETY (UKAEA SAFETY COURSE); PRACTICAL EXPERIENCE IN SAFETY 
REVIEWS (EMPHASIS ON MECHANICAL PROBLEMS AND CONTAINMENT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 EC BRU 04806 221902Z 
EVALUATION); RELIABILITY ANALYSIS. 
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(8) COMMISSION EUROPEAN COMMUNITIES, 200, RUE DE LA LOI, 
B-1040 BRUSSELS, BELGIUM 

(9) 35-00-40 OR 35-80-40, EXT. 3571. 

3. ACTION REQUESTED: PLEASE CONFIRM SOONEST MAURER'S 
ACCEPTANCE FOR SUBJECT COURSE. 

HARTMAN 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, MEETINGS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973ECBRU04806 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: EC BRUSSELS 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730823/aaaaaqrr.tel 

Line Count: 70 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 158440 

Review Action: RELEASED, APPROVED 

Review Authority: kellerpr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 19 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19-0ct-2001 by reddocgw>; APPROVED <21 -Dec-2001 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NUCLEAR ENERGY REGULATION WORKSHOP 
TAGS: TECH, OCON, EEC 
To: STATE 
Type: TE 
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